DOCKETED ITEMS       89

-9106260367 Updated VEP-1-5A, "Operational QA Program Topical Rept."
*   Virginia  Power   (Virginia   Electric  &  Power  Co.).   VEP-1-5A.   91/04/30    101pp
58242:137-58242:241.

Q. Inspection reports, IE Bulletins & correspondence

9106140035 FOIA request for documents re vendor insp 99901081/87-01 on 870217-20
concerning Inland Steele Co supplying defective beams for emergency core cooling
spray array at North Anna Power Station.

EHRETJ.B. Butler, Callahan & Ehret. EHRET.J.B. Rockwell Engineering Co., Inc. 91 /
04/04. REED.C.A, Division of Freedom of Information & Publications Services (Post
890205). 1p. 58131:321-58131:321.

9106140047 Final response to FOIA request for documents re insp rept 99901081/87-
01.Records in app A already available in PDR.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/05/02. EHRET.J.G. Butler, Callahan & Ehret EHRET.J.G. Rockwell Engi-
neering Co., Inc. 3pp. 58131:322-58131:324.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106060155 Ack receipt of 910510 Itr responding to violations noted in Insp Repts 50-
338/91-06 & 50-339/91-06.

SINKULE.M.V. Region 2 (Post 820201). 91/05/21. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 2pp. 58002:069-58002:070.

9106100242 Forwards Amends 144 & 128 to Licenses NPF-4 & NPF-7, respectively &
safety evaluation.Amends revises Tech Spec re visual snubber insp program & con-
sistent w/guidance of NRC Generic Ltr 90-09.

ENGLE,L.B Project Directorate II-2. 91/05/30. STEWART.W.L. Virginia Power (Virginia
Electric & Power Co.). 3pp. 58092:083-58092:104.

-9106100287 Amends 144 & 128 to Licenses NPF-4 & NPF-7,respectively, revising
Tech Spec re visual snubber insp program & consistent w/guidance of NRC Generic
Ltr 90-09.
BERKOW.H.N. Project Directorate 11-2. 91/05/30. 15pp. 58092:086-58092:101.

-9106100298 Safety evaluation supporting Amends 144 & 128 to Licenses NPF-4 &
NPF-7,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30. 3pp.
58092:102-58092:104.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York. Inc. 84pp. 58146:088-581,46:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106270060 Confirms dates of 910729,0802,0812-16 & 0826-30 for electrical distribu-
tion sys functional insp at plant. Requests that presentation be provided for team to
address listed areas of interest.

JULIAN.C.A. Region 2 (Post 820201). 91/06/17. STEWART.W.L Virginia Power (Vir-
ginia Electric & Power Co.). 4pp. 58222:357-58222:360.

R. Periodic operating reports & related correspondence

9106180460 Monthly operating repts for May 1991 for North Anna Units 1 & 2.W/
910613 Itr.

MLADEN.C., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/31.
15pp. 58171:224-58171:238.

S. Reportable occurrences, LERs & related correspondence

9106100066 Confirms interpretation of regulation discussions re NRC notifications of
event per 10CFR50.72(b)(2)(vi).

BERKOW.H.N. Project Directorate II-2. 91/06/03. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 2pp. 57994:293-57994:294.

9106100133 LER 91-002-00:on 910514,automatic start of 2H Emergency Diesel Gener-
ator occurred caused by de-energization of 2H emergency bus.Caused by personnel
error.Abnormal Procedure "Loss of Electrical Power" entered.W/910603 Itr.
KANE,G.E., KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/06/03. 5pp.
58162:107-58162:111.

9106130320 LER 91-003-00:on 910522,determined surveillance test on four safety injec-
tion sys accumulator nitrogen sypply & vent valves missed.Caused by personnel
error.Affected valves successfully tested.W/910607 Itr.

KANE.G.E., KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91 /06/07. 5pp,
58150:166-58150:170.

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257-
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils
encl.Training session scheduled for in-house personnel.

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 8pp. 58213:214-58213:221.
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F. Security, medical, emergency & fire protection plans

9106130072 Change 91-1062 to RERP Plan Implementing Procedure EP-101, "Classifi-
cation of Emergencies."
SHELTON.D. Detroit Edison Co. 91/06/02. 100pp. 58127:223-58127:334.

9106120133 Rev 4 to RERP implementing procedures index for Books 1 & 2.
BREGNI.LP. Detroit Edison Co. 91/06/04. 15pp. 58109:035-58109:049.

9106180309 Change 91-0492 to Rev 7 to RERP Plan Implementing Procedure EP-608,
"Joint Public Info Ctr Operation.1'
SHELTON.D. Detroit Edison Co. 91/06/04. 13pp. 58171:098-58171:110.

9106200105 Revised RERPs including,Rev 10 to EP-292 "Emergency Call Out - Backup
Method" & Rev 8 to EP-545, "Protective Action Recommendations."
SHELTON.D. Detroit Edison Co. 91/06/07. 25pp. 58199:179-58199:213.

P. Operating license stage documents & correspondence

9106100061 Forwards notice of withdrawal of application for amend to license NPF-43
re 900518 request for amend.

STANG.J. Project Directorate III-3. 91/05/28. ORSER.W.S. Detroit Edison Co. 3pp.
57994:295-57994:299.

-9106100064 Notice of withdrawal of application for amend to license NPF-43.
STANG.J.F. Project Directorate III-3. 91/05/28. 2pp. 57994:298-57994:299.

9106070062 Forwards safety evaluation accepting relief request from ASME Boiler &
Pressure Vessel Code Section XI,

MARSH,LB. Project Directorate 111-1. 91/05/29. ORSER.W.S. Detroit Edison Co. 4pp.
58039:159-58039:164.

-9106070073 Safety evaluation accepting util request for relief from ASME Boiler &
Pressure Vessel Code Section XI re feedwater containment isolation valves.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/05/29. 2pp.
58039:163-58039:164.

9106070157 Forwards corrected page of plant TS implemented by license amend 69 to
facility OL NPF-43.

STANG.J. Project Directorate 111-1. 91/05/30. ORSER.W.S. Detroit Edison Co. 4pp.
57935:334-57935:338.

-9106070338 Corrected tech spec page to amend 69 to license NPF-43, providing ac-
curate control rod block instrumentation setpoints.

*  Project Directorate 111-1. 91/05/30. 1p. 57935:338-57935:338.

9106050255 Forwards Rev 1 to "Fermi 2 Cycle 3 Core Operating Limits Rept."
ORSER.W.S. Detroit Edison Co. 91/05/31. Document Control Branch (Document
Control Desk). 1p. 58007:138-58007:172.

-9106050259 Rev 1 to "Fermi 2 Cycle 3 Core Operating Limits Rept."
RUBLEY.G.A., MYERS.B.L, SMART.A.D. Detroit Edison Co. COLR-3 R01. 91/05/31.
64pp. 58007:139-58007:172.

9106140009 Advises that NRC will prepare suppl to Generic Ltr 88-01 to address BWR
licensees concerns w/leakage detection Tech Spec requirement.Review of 900703
response to generic Itr awaits util response to suppl.

STANG.J.F. Project Directorate 111-1. 91/06/11. ORSER.W.S. Detroit Edison Co. 3pp.
58143:336-58143:338.

9106170133 Provides list of items requiring adequate verification.per 890417 & 900329
responses to Station Blackout Rule 10CFR50.63.SER encl.

STANG.J. Project Directorate 111-1. 91/06/12. ORSER.W.S. Detroit Edison Co. 4pp.
58165:167-58165:179.

-9106170138 Safety evaluation supporting licensee responses & proposed method of
dealing w/station blackout.contigent upon confirmation from licensee that
recommendations.tests & mods documented in safety evaluation will be implemented.

*   Office of Nuclear Reactor Regulation, Director (Post 870411).  91/06/12.  9pp.
58165:171-58165:179.

9106240043 Requests withdrawal of 900126 application for amend to License NPF-
43,changing TS 3/4.6.4.2 re reactor bldg to suppression chamber vacuum breakers to
include air-operated isolation valves associated w/vacuum breaker check valves.
ORSER.W.S. Detroit Edison Co. 91/06/14. Document Control Branch (Document
Control Desk). 1p. 58212:317-58212:317.

9106270276 Requests NRR assistance in interpreting requirements for containment
penetration local leak rate as-found testing. Regulatory basis for as-found Type B & C
testing encl.

MILLER.H.J. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.J.A. Assistant Director
for Region III Reactors (Post 901216). 5pp. 58268:253-58268:266.

9106280163 Requests results of review of disposition of encl info re activities at facility
within 30 days of Itr date. Encl withheld (ref 10CFR2.790(a)).

NORELIUS.C.E. Region 3 (Post 820201). 91/06/24. ORSER.W.S. Detroit Edison Co.
2pp. 58273:112-58273:113.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp, 58146:001-58146:087.ackout & 10 licensing issues.
